AirForce:10.1203/01.PDR.0000100460.00639.F4
AirForce:10.1203/00006450-197404000-00238
AirForce:10.1203/00006450-197404000-00756
AirForce:10.1203/00006450-197704000-00112
AirForce:10.1203/00006450-197704000-01038
AirForce:10.1203/00006450-197704000-01239
AirForce:10.1203/00006450-197902000-00004
AirForce:10.1203/00006450-198104001-00884
AirForce:10.1203/00006450-198104001-00885
AirForce:10.1203/00006450-198504000-01755
AirForce:10.1203/00006450-198605000-00001
AirForce:10.1203/00006450-198704010-00196
AirForce:10.1203/00006450-198704010-00602
AirForce:10.1203/00006450-198706000-00018
AirForce:10.1203/00006450-198711000-00023
AirForce:10.1203/00006450-199102000-00012
AirForce:10.1203/00006450-199206000-00017
AirForce:10.1203/00006450-199710000-00020
AirForce:10.1203/00006450-199803000-00015
AirForce:10.1203/00006450-199806000-00002
AirForce:10.1203/00006450-199904020-00581
AirForce:10.1203/00006450-199904020-01789
AirForce:10.1203/00006450-199904020-02111
AirForce:10.1203/PDR.0b013e3181256aeb
